
STACKEO VALVE SPRINGS. 
3/8" X 2" NIPPLE 
W/CENTER BOREO T01/2' 


3-GALLON EXPANSION TANK 
VENTED TO ATMOSPHERE 


SEE BELOW GASIFIER, CONDENSER, ANO FILTER 
FOR DETAIL 

/ _-3/8"PETCOCK 


6-X6- THINWALL TUBING 


INVERTED HEAD FROM 
30-GALLON HOT 
WATER TANK 

1/2“ X 1/2" 

X 11-1/16" BAR 
S^3/B" PIPE TO 
\ 3/8" HOSE BARB 


.TO CARBURETOR MIXER 


1/2“ NUT W/LEATHER 
STRING SEAL IN THREAD! 


BOW TUBING SLIGHTLY 
AT LOWEST POINT 


71/2" COUPLER. CLOSE 
NIPPLE. ANO PIPE TEE 

>1/2" PIPE TO 
3/8" HOSE BARBS 


13" WHEEL RIM W / 5/8" X 42" HOSE SEAL- 

40-GALL0N N0NGALVANI2ED 

ELECTRIC HOT WATER TANK 

WELD 1/2" X 8" REINFORCING BAR / 
INSIDE WHEEL RIM FOR LOCK SHOULDER^ 


6"-DIAMETER EXPANDED METAL SCREENS 


JABSCOMOOEl 42510 12 VOC 

CAMPER PUMP. 1 GPM @ 5 PSI. 1.6AMP 

AUTOMOTIVE AIR 
CONDITIONING CONDENSER 


,3/8" ALL-TEMPERATURE 
'HOSE (CUT TO LENGTH] 

(12) 1/2" X 50" 

■ELECTRICAL METALLIC TUBING 


1/4" X 12" ROD 
-BENT TO SHAPE 

1/8" X 4" X 52- 
1/2" FLAT STEEL 
BAND 

KAST-SET CAST- 
ABLE REFRACTORY 

2" X 5" SLASH - 
PUT PIPE 
3^8" X 6" ROO 
2" PIPE CAP 
1/2" X 6" BOLT. 
NUT. ANO WASHER! 


DRILL EIGHT 1/2" HOLES 
EVENLY AROUND CENTER OF 

30-GALLON NONGALVANIZEO 
ELECTRIC HOT WATER TANK- 

16-1/2" WHEEL RIM— — ~~ — - 

2" BRASS OR BRONZE SWINGCHECKVALyT 


•WOVEN FILAMENT FILTER PACKING 


6" X 49-3/8" 
-THINWALL TUBING 
2-1/4“ EXHAUST 
TUBING THROUGHOUT^ 

1/2" COUPLER. CLOSE 
.NIPPLE. ANO ELBOW 


WELD THREE 1/2" NUTS TO OUTER 
•SKIN. THREAD 1/2" X 1-1/2" BOLTS 
INTO CHAMBER (SEAL THREAOS) 


2" TO 1-3/4" PIPE REDUCER 

ENDS FROM 3-GALLON 
FREON TANK WELOED TOGETHER 

3-1/2" CHOKE HOLE' 

3/8" X 3-1/2" WELOEO CHAIN — 
12" CAST-IRON DRAIN GRATE' ~ 

INVERTEO HEAD FROM , 

40-GALLON HOT WATER TANK"^ 


6" X 66" THINWALL TUBING 


3/8" X 6" PIPE TAPPEO 
•W/1/2" INSIDE THREAOS AT ENOS 
—1/2" X 1" BOLTS 


[6" X 10" THINWALL TUBING 
-1/2" X 11" BOLT 
MAKE LEATHER GASKETS 
1/8" K 1" X 2" X 1" 

-X 18" CHANNEL IRON-""'^ 

•1/8" X 2" X 4" PLATES'^ 


1" PIPE TEE W/ 1/2- 
CENTER SPLIT 


. X 7"- 

OIAMETER PLATES 

— 1/2" NUTS 
>\~'~~ANO WASHERS 

^EXHAUST SYSTEM 
S. FROM ENGINE 

^AUTOMOTIVE PCV VALVE 
(WELO IN UPRIGHT POSITION) 


IAKE ASBESTOS GASKETS 


IjS V\ WELD BOLT HEAD ___ 

) \ ,0 ' /4 " CO,J,,LER 

\ '\i '5/16" X 3" BOLTS 

"V JC W/OOUBLENUTS 

IJl/2"X 3" REINFORCING BAR WELOEO TO TANK 
AND BACK OF 1/8" X 1" X 2" X 1" X 18" CHANNEL IRON 


(12)3/4" HOLES 
-2-3/8" RAOIUS 
-7/8' RAOIUS 
-1/4" X 7"-DIAMETER 
PERFORATED PLATE 


1/8" X 1" X 2" X 1" X 15" CHANNEL IRON 

TRIM SIDES FROM 

CHANNEL TO FORM SUP-IN TONGUE 

WELO 1/4" COUPLER ACROSS / 
INSIOE TONGUE OF CHANNEL IRON^ 


/ 3/8" NEOPRENE 

WELD 80LT HOSE (CUT TO 

HEAO TO PIPE LENGTH) 


